R. J. REYNOLDS 
100.120 mm 


Philip Morris U.S.A. 

Business 


35 mm 

Camel 

Camel Lights 
Camel Special Lights 
Camel Ultra Lights 
Doral Full Flavor 
Doral Full Flavor Menthol 
Doral Lights 
Doral Lights Menthol 
Doral Ultra Lights 
Magna 
Magna Lites 
Now 

Now Menthol 
Salem 

Salem Lights 
Salem Ultra Lights 
Sterling 

Sterling Menthol 
Sterling Lights 
Sterling Lights Menthol 
Vantage 

Vantage Menthol 
Vantage Ultra Lights 
Winston 
Winston Lights 
Winston Select 
Winston Ultra Lights 

80.83 mm 

Camel (Box) 

Camel Lights (Box) 

Camel Special Lights (Box) 

Camel Ultra Lights (Box) 

Camel Ultra Lights (Convertible Box) 
Camel Wides (Box) 

Camel Lights Wides (Box) 

Magna (Box) 

Magna Lites (Box) 

Winston (Box) 

Winston Lights (Box) 

Winston Select (Box) 


Camel Lights 

Camel Special Lights (Box) 

Camel Ultra Lights (Box) 

Camel Ultra Lights (Convertible Box) 

Doral Full Flavor 

Doral Full Flavor Menthol 

Doral Lights 

Doral Lights Menthol 

Doral Ultra Lights 

More 

More Menthol 
More Lights (Box) 

More Lights Menthol (Box) 

More White Lights 

More White Lights Menthol 

Now 

Now Menthol 
Salem 

Salem Lights 
Salem Lights (Box) 

Salem Slim Lights (Box) 

Salem Ultra Lights 
Sterling 

Sterling Menthol 
Sterling Lights 
Sterling Lights Menthol 
Sterling Slim Lights (Box) 

Sterling Slim Lights Menthol (Box) 
Sterling Ultra Lights 
Sterling Utra Lights Menthol 
Vantage 

Vantage Menthol 
Vantage Ultra Lights 
Winston 
Winston Lights 
Winston Lights (Box) 
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BROWN & WILLIAMSON 

mro m 


Philip Morris U.S.A. 

Business 


85 mm 


Barclay 
Belair Menthol 
Kool 

Kool Milds 
Raleigh Extra 
Raleigh Extra Lights 
Raleigh Extra Lights Menthol 
Raleigh Extra Ultra Lights 
Viceroy 

Viceroy Ultra Lights 
83 mm 


Capri (Box) 

Kool Milds 

Raleigh Extra 

Raleigh Extra Lights 

Raleigh Extra Lights Menthol 

Raleigh Extra Ultra Lights 

Savannah Lights Slim (Box) 

Savannah Lights Slim Menthol (Box) 

Viceroy 

Viceroy Lights 

Viceroy Ultra Lights 


Kool (Box) 

Viceroy Lights (Box) 


8 0 ,85- m m 

Kent 

Newport (Box) 
Newport 
Newport Lights 
True 


LORILLARP 

lM-mm 

Kent 

Kent Slim Lights (Box) 

Newport 
Newport Lights 

Newport Slim Lights Menthol (Box) 
Style Lights 
Style Lights Menthol 
Style Lights (Box) 

Style Lights Menthol (Box) 

Style Lights Slims (Box) 

Style Lights Slims Menthol (Box) 
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AMERICAN 


Philip Morris U.S.A. 

Business 


85 mm 


100.120 mm 


Carlton 

Carlton Menthol 
Montclair Full Flavor 
Montclair Lights 
Montclair Lights Menthol 
Montclair Ultra Lights 
Riviera Menthol 
Riviera Lights Menthol 
Tareyton 


83 mm 

Bull Durham (Box) 

Bull Durham Lights (Box) 


American Lights Menthol 

Carlton 

Carlton (Box) 

Carlton Slims (Box) 

Carlton Slims Menthol (Box) 

Carlton 120 
Carlton 120 Menthol 
Misty Lights Slims (Box) 

Misty Lights Menthol Slims (Box) 

Misty Lights Slims 120 (Box) 

Misty Lights Men. Slims 120 (Box) 
Misty Slims (Full Flavor) (Box) 

Misty Menthol Slims (Full Flavor) (Box) 
Misty Ultra Lights Slims (Box) 

Misty Ultra Lights Slims Menthol (Box) 

Montclair Full Flavor 

Montclair Lights 

Montclair Lights Menthol 

Montclair Menthol 

Montclair Ultra Lights 

Pall Mall Gold 

Riviera Menthol 

Riviera Menthol (Box) 

Riviera Lights Menthol 


Riviera Menthol (Box) 


LIGGETT 

flimm 100 mm 


Chesterfield Filter 
Chesterfield Filter Lights 
L&M 
Lark 

Lark Lights 
Pyramid Lights 
Pyramid Full Flavor 
Pyramid Full Flavor Menthol 


Chesterfield Filter Lights 

L&M 

Lark 

Lark Lights 
Pyramid Ultra Lights 
Pyramid Lights 
Pyramid Lights Menthol 
Pyramid Full Flavor 
Pyramid Full Flavor Menthol 
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